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E.O. 1 1652: GDS 
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SUBJECT: FRG NUCLEAR PROJECTS AT GRONAU AND GORLEBEN 
REF: (A) BONN 5861 (B) BONN 4273 

1 . IN VIEW OF INTEREST WITHIN USG, EMBASSY REQUESTED TO 
KEEP WASHINGTON INEORMED ON CONTINUING BASIS OP AFT, 

SIGNIPICANT DEVELOPMENTS RELATED TO THE IMPLEMENTATION OF 
FRG NUCLEAR PROJECTS AT GRONAU AND GORLEBEN. 

2. DEPARTMENT DOES NOT CONSIDER IT PRESENTLY NECESSARY FOR 
EMBASSY TO PRESS FRG FOR INFORMATION. HOWEVER, APPROPRIATE 
EMBASSY OFFICERS SHOULD BE ALERT TO POTENTIAL SENSITIVITY 
OF THESE PROJECTS, AND ENSURE THAT ALL RELEVANT INFORMATION 
IS FORWARDED TO DEPARTMENT. 
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3. FYI: REPORTS ON DEVELOPMENTS SHOULD BE SENT FOR 
NORMAL DISTRIBUTION, AND NOT ON RESTRICTED LIMDIS/STADIS 
BASIS. REFTELS ARE EXCELLENT EXAMPLES OF REPORTING DESIRED. 
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